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8. Crematorium . 
9. Cold storage plants. 
10. Insecticides and pesticides plants . 
11. Construction and operation of irrigation , power and 

Harbour projects including Mechanical Ore Handling 

Plant. 
12. Goa Flour Mills .. 
13. Oxygen Plant producing oxygen for hospitals and 
14. M.E.S. Railways and defence installations. 


Industries and Power Department 


Order 


No. 2-11-2-73 - IPD 


Whereas the Government of Goa , Daman and Diu is of the 
opinion that it is necessary and expedient to provide for 
regulating the power supply , distribution and consumption 
of electrical energy for securing its equitable distribution 
in the Union Territory of Goa . 

Now , Therefore, in exercise of the powers conferred by 
Sub - Section ( 1 ) of Section 22 B of the Indian Electricity 
Act, 1910 ( 9 of 1910 ) , the Government of Goa , Daman and 
Diu hereby makes the following order namely : 

Notwithstanding any contract, agreement or requisition , 
there shall be 10 % power cut on normal consumption of all 
the H.T. consumers only residing within the District of Goa. 

Provided that the above restriction shall not be applicable 
o the following consumers : 

1. Irrigation pump sets . 
2. Water supply and sewage installation . 
3. All India Radio and wireless stations. 
4. Hospital and nursing homes. 
5. Telegraphic offices and telephone exchange. 
6. Aerodrome and obsevatories . 
7. Teleprinters , newspapers and printing presses . 


Provided further that the above restrictions shall not apply 
to the consumers using power drawn from Maharashtra 
State Electricity Board , 

For the enforcement of the above restrictions, the Chief 
Electrical Engineer , Government of Goa , Daman and Diu 
is hereby authorised to resort to load shedding , if and when 
considered necessary . 

Where the consumer is availing H.T. power supply at 
number of points, quota of one installation would be allowed 
to be adjusted against another installation only with the 
specific and prior approval of the Chief Electrical Engineer . 

This order supersedes all previous orders issued in this 
behalf and shall be deemed to come into force with effect 
from 1-9-1975 in respect of LT. consumers and 15-9-75 in 
respect of H.T. consumers . It shall remain in force until 
further orders . 

Any consumer found violating the power restriction herein 
above ordered shall be liable for disconnection without any 
notice . 


By order and in the name of the Administrator of 

Goa , Daman and Diu . 


P. Noronha , Under Secretary ( Industries and Power ) . 
Panaji, 23rd October , 1975 . 
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